OF SOUTH CAROLINA

that pressure for at least thirty (30) minutes. A guage for registering the
steam pressure inside the sterilizer, and visible from the outside of the sterilizer,
and a suitable recording thermometer shall be provided where steam steriliza-
tion is employed.
2. Bedding or bedding materials to be sterilized by the dry heat method shall
be stood on end or placed upon shelves or other open construction with a space
of not less than six (6) inches between, or shall be suspended by means of suit-
able hangers with space of not less than six (6) inches between bedding, or be-
tween bedding and floors, ceiling or sidewalls. Shelving for bedding or loose
bedding materials shall be of lattice or other open construction.
3. The recording thermometer used in either of the above methods shall be lo-
cated as far as reasonably possible from the source of heat or steam entering
the sterilization chamber, and in no event more than one (1) foot above the
floor of the chamber. The temperature charts from the recording thermometer,
together with entries thereon of the date and bedding or bedding materials
sterilized, shall be kept by the person performing such sterilization for a period
of at least one (1) year, and shall be available at all times for inspection by
the State Board of Health or its agents, The said board or its agents may seal
the recording thermometers on sterilization apparatus to prevent tampering or
falsification of records, and any unwarranted removal or breakage of such seal
shall be a violation of the Act under which these regulations are issued.
4. Satisfactory compliance with these regulations as to sterilization shall be evi-
denced by a certificate which shall be issued by the State Board of Health to
all persons who operate sterilization apparatus for bedding or bedding ma-
terials, such certificate of satisfactory compliance to be displayed at all times
in a conspicuous place at the location or place of business where such steriliza-
tion is conducted. Such certificate may be revoked or removed without notice
by the said Board or its agents upon failure to comply with or maintain the
standards set up by these regulations and the Act under which these regula-
tions are issued; and such person shall be liable to the penalties provided for
violation of the said Act and regulations,
5. The labels to be attached to all articles of bedding as provided by the Act,
shall be furnished by the manufacturer or maker or seller thereof. A white
label shall be used on bedding, as defined in the Act, which is manufactured
of all new materials. A yellow label shall be used on bedding, as defined in
the Act, that is manufactured or remade of previously used materials. The
notation "Contents Sterilized" shall be entered upon such label where steriliza-
tion is required by the Act.
6. All priuting on said labels shall be in permanent ink on vellum cloth or a
cloth of comparable quality, which shall not flake out when abraded; and ex-
clusive of such portion allowed to affix the tag to the article, the minimum size
of the tag shall not be less than six (6) square inches, but may be greater;
and shall appear approximately as follows:
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